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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 03573 182354Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /0I8W 

081902 200005Z/73 

R 182104Z JUL78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 8083 

UNCLAS OTTAWA 03573 

FOR A/SY/OPS/FO AND A/SY/OPS/T 


E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: RELOCATION OF B&F OFFICE-SECURITY EQUIPMENT AND 
FUNDING REQUEST 

REF: RSO MEMORANDUM DATED JUNE 23, 1978 

1 . EMBASSY B&F OFFICE (EMPLOYEES AND FURNITURE) MOVE 
COMPLETED. BELL CANADA HAS INSTALLED TWO LINES FROM B&F 
(16TH FLOOR) TO EXISTING LINES IN CONSULAR SECTION (8TH 
FLOOR) WHICH WILL PROVIDE CAPABILITY FOR MSG POST #1 IN 
CHANCERY TO MONITOR TWO PANIC BOTTOM ALARMS AND DOOR CON- 
TACT ALARM. DOOR B HAS BEEN REMOVED AND AREA SEALED. SEE 
REFERENCE FOR DETAILS. 


2. TECHNICAL REQUIREMENTS CAN BE SCHEDULED BY A/SY/OPS/T 
TO COINCIDE WITH WSB TEAM VISIT IN JULY (PARA. 4. DEPTEL 
170158). SEE REFERENCE FOR REQUIREMENTS. 

3. RE PARA 1 ABOVE AND 4TH PARA REFERENCE, FUNDING REQUIRED 
FOR CCTV AND LINES AS FOLLOWS: CAMERA, MOUNTING HARDWARE, 
POWER SUPPLY AND 250 FOOT OF COAXIAL CABLE-INSTALLED PRICE 
INCLUDING ONE YEAR FULL WARRANTY- DOLS 787.39. BELL CANADA 
HAS QUOTED DOLS 193.35 PER MONTH AND INSTALLATION CHARGE OF 
DOLS 172 TO PROVIDE VIDEO HOOK-UP TO EMBASSY, MSG POST #1. 
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4. APPROVAL OF ABOVE FUNDS REQUESTED SOONEST. ENDERS 
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